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Message Text 


UNCLASSIFIED 

PAGE 01 HAMILT 00254 172044Z 
65 

ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 ABF-01 /015 W 

009698 

R 171840Z SEP 75 
FM AMCONSUL HAMILTON 
TO SECSTATE WASHDC 1857 

UNCLAS HAMILTON 254 

E.O. 11652: N/A 

TAGS: ABLD, AFSP. BD 

SUBJ: EMERGENCY REPAIRS PO RESIDENCE WATER SUPPLY SYSTEM 

1. P.O. RESIDENCE AS WELL AS MOST HOUSES BERMUDA COMPLETELY 
DEPENDENT ON RAIN FALL OR TRUCKED IN WATER FOR TOTAL 
WATER SUPPLY ALL PURPOSES (SEE PREVIOUS FBO BUDGET 
SUBMISSIONS). 

2. GOB DEPT. OF HEALTH WHICH PERIODICALLY TESTS WATER 
HAS CONDEMNED ALL WATER NOW IN P.O. RESIDENCE SYSTEM 
AND STATED SYSTEM NEEDS TO BE DRAINED. TANKS CLEANED, 
RECOATED, FILTERS REACTIVATED OR REPLACED AND ALL PIPING 
WASHED OUT. 

3. WE WILL HAVE TO DUMP OVER 50 THOUSAND GALLONS OF 
WATER WHICH REPRESENTS ABOUT 56 TRUCK LOADS AT $18 PER 
LOAD OR 130 DAYS SUPPLY. UNLESS WE HAVE EXCEPTIONALLY 
HEAVY RAINS THIS COULD MEAN AN INCREASE OF UTILITIES 
COSTS IN THE NEIGHBORHOOD OF $1600 FOR BALANCE OF FY. 

4. THE ESTIMATED COST OF DRAINING SYSTEM, REPAIRING 
TANKS, FEEDER LINES AND FILTER SYSTEM IS $2000. THIS IS 
BASIC COSTS, ADDITIONAL COSTS MAY ARISE ONCE SYSTEM IS 
DRAINED AND CAN BE FULLY EXAMINED. TO BEST OF OUR 
KNOWLEDGE THERE HAS NOT BEEN A MAJOR OVERHAUL OF THE 
WATER STORAGE AND DISTRIBUTION SYSTEM SINCE P.O. RESIDENCE 
WAS COMPLETED IN 1941. 
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5. POST REQUESTS (A) SPECIAL FBO ALLOTMENT OF $2000 TO 
COVER COSTS OF EMERGENCY REPAIRS, (B) AN UPWARDS 
REVISION OF S&E 2ND QUARTER ALLOTMENT OF $600. WHILE 
THIS IS A SMALL AMOUNT POST CANNOT ABSORB SINCE ALL 
EXPENSES CUT TO MINIMUM TO STAY WITHIN PRESENT 
QUARTERLY LIMIT. 

MCCUE 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975FIAMILT00254 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750323-0005 
From: HAMILTON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750944/aaaabnau.tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 MAR 2003 by maustmo; APPROVED <04 FEB 2004 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY REPAIRS PO RESIDENCE WATER SUPPLY SYSTEM 
TAGS: ABLD, AFSP, BD 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



